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14. Discontinuance of service.-Service under any application, including
public fire protecting, and by any other municipal use, may be discon-
tinued for any of the following reasons:
(a) For misrepresentation in application as to property or fixtures to be
supplied, or the use to be made of the water supply.
(b) Under flat-rate service, for adding to said property or fixtures or for
changing the use to be made of the water supply, without notice to and
the consent of the Water Company.
(c) For molesting any service pipe, meter, curb-stop-cock, seal, or any
other appliance of the Water Company controlling or regulating the water
supply.
(d) For neglecting to make or renew advance payments, or for non-
payment of any account for water supplied or water service, or fire pro-
tection, or of any scheduled fee or charge as required by Paragraph 21
of these rules and regulations.
(e) For violation of any rules of the company.
(f) In case of vacancy of premises. (Filed, secretary state's office-
August 4, 1937.)
15. Water will be turned off of any premises, upon the written order of
the consumer, without in any way affecting the existing application. (Filed,
secretary state's office-August 4, 1937.)
16. No water fixture or appliance in connection therewith will be con-
sidered cut off until it is discontinued so that it cannot be used again, or
is sealed in a manner satisfactory to the Water Company. (Filed, secre-
tary state's office-August 4, 1937.)
17. No plumber, owner, or other unauthorized person shall turn the
water on or off at any corporation stop or curb stop, or disconnect or re-
move the meter without the consent of the Water Company. (Filed, secre-
tary state's office-August 4, 1937.)
18. As necessity may arise in case of break, emergency or for other un-
avoidable cause, the Water Company shall have the right to temporarily
cut off the water supply, in order to make necessary repairs, connections,
etc. In such a case the Water Company shall not be liable for any damage
or inconvenience suffered by the consumer; or any claim against it at any
time for interruption in service, lessening of the supply, inadequate pres-
sure, a poor quality of water, and for any causes reasonably beyond its
control. (Filed, secretary state's office-August 4, 1937.)
19. The water company shall have the right to reserve a sufficient
supply of water at all times in its reservoirs, to provide for fires and other
emergencies, or may restrict or regulate the quantity of water used by
consumers in case of scarcity, or whenever the public welfare may require
it. No street or lawn sprinkling shall be done at times of water shortage;
no street or.lawn sprinkling shall be done by flat-rate users except by
hose held in hand, or at any other time than from 6:00 A. M. to 8:00 A. M.
and from 5:00 P. M. to 7:00 P. M. and sprinkling shall be discontinued
during the period whenever an alarm of fire is rung. (Filed secretary
state's office-August 4, 1937.)


